#.. 


re eT are, 


Po sere me OE Fao 


INTELLIGENCE GROUP 
PNTELLIGENCE REPORT 


ze 


« 
COUNTRY China DATE: 25X1X6 
SUBJECT Economic Information: evr Tangku Harbor ’ 
fF) Ge 4 ee PReas rr e? January 4947 
PAGES 3 
25X1A6a as See 
agers SUPPLEMENT 
ct 


25X1X6 


genditdons Under Japanese Occupation 


jm? 
& 


When the Japanese cecupled North China in 1937 they set out to eliainate loading 
and wiloading difficulties in the Tain area by the cc struction of an artifi~ 
adel harbor which, by weans of a dredged charmel and a set of Locks, would com- 
plotely by-pass the Taku Bar. As the primary Japanese objective wes te export 
targa quantities of coal and salt to Japan, the equipment installed was primarily 
to favilitete this objective, ard not the handling of geaeral carga. Rail Line, 
docks, and a coal or salt tip wexe detually constructed ami are partially evall= 
aole for ue now. Also a lock between the harbor and the Hail Ho Giver) Was OR 
bially constructed. Little maintenance work was done, however, aid when the 
Untied Opatee Parines landed in the Tientsin area, they found Shak Taku Bar ned 
ag little as 2 feet of water at low water level and that the Hai Yo hed approx~ 
imabely 12 feet at low water level. Furthermore, many of the lighters required 
for unloading operations at Taku anchorage had either completely disappeared op 
baddhy deteriorated. 
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(a) At the present time, one year after the arrival of American 
troons, the Nai Ho and Taku Bar situation has been but little 
remedied. The Hal Ilo Conservancy “urea is in noed of financial 
assistance. 


(pb) The Ministry of Communications has set up the Tanegku Hew 
Harbor Construction Bureau to reeplan end continue constr ruct ion 
on this important ce under the direction of the following 
pe ODie s D> #86 7 AL. 

HSLe og )-is the Director of the 
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} is the Chief ingineer. 
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HW. C, aN: ane is a gradurte of Li.T., Toston, Mass., 


iS the Gounsellor. 
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New Harbor Plans 


(a) Construction on the New Narbor, which is just. : 
north of the mouth of the Nail Uo and extends ina direction 11° 
north of east, is proposed in two separate nlans. The first 
pian covers the recommended construction during the next 3 1/2 
years, and is broken down into 3 phases. The first phase, upon 
Which construction is now in vrogress, will be comnleted by mide 
December vith the onening of the New Hlarbor-lat No Channel. The 
second phase will include the completion of the breakwaters and 
the dredging of the deep water anchorare and channel. The third 
phase will cover the construction of deep water piers and wharve s » 
The second plan is one for future expansion and will renain flex. 


ible until after the first plan is completed, 


Cb) thebe new plons are actually far move ambitious than the 
Japanesa pla Facilities for exporting coal and salt continue 
to be a proninent part of the plen, but the construetion of 
Facilities to handle all kinds of peneral carro ure siso included 
in the nan ine, 


(c} A fineer plier is to be constructed which vill accomodate 2 
ten theusand (net) ton ocean-going ships. ‘vo finger piers are to 
be constructed thhich will accommodate 4 or 5 trenty five hundred 

(net) ton coastal ships. 


{d) A moorine basin will be constructed which will furnish 
anchorare for 9 ships with tonnage up to 16,000 each. 


a) The earpo capacity of the docks will he shout 50,000 tons, 
and it may he sossible to handle 250,000 tons per month. 


(tf) The construction of rodowns and other facilities will be 
coordinated with the dredging operations. 


(¢) Eventually, an independent power plant will be erected to 
furnish the power “hich is supplicd by Tlentsin now. 


(h) Rail lines, spurs, godouns, sonitery facilities, eee: will 
be constructed to keen step vith the expansion of the new harhor, 


(i) Fresh water artesian wells will be sunt: as needed, 
(i) The construction being earried on at present vill pernit 


the opening of a channel " meters deen, throurh tho harbor ann into 
the Hai No, by mineliecember of aes your . Aecordins to present 


plans, the locks one Bere gi tes will te compieted in fren 1 
ronth to 6 weeks, readying has already hegun on the ehannel and 


the proposed Line of communication - will be svailable unon its com= 
pletion, ‘This constitute s the first nhase of the present plen for 
the rehabilitation of the Tientsin Port srea, 
resent Construction Onerations _ 

(a) Currently five dredgers are in oporation. Ultimately two 
or three additional ones will be required. 


{b) Tho loelks which eonnect the new harbor vith the Ist Ho 
are nearly completed, Thoy are 62 feot vide, 600 feet long, 
and 16 feat and 4 inches deep above the allt, They will ultimately 
be made 11 meters deen 


(2) Approximately 500 laborers are employed by the buresu st 
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Contracting of Future Construction and Labor 


25X1X6 
(a) In concurrence vith a statement made by the vhinese authorities, a 
reoorts that all large future onerations will be subcontracted and thab tne 
-ureau ibself will do practically no actual construction work. 


{o) Since the Chinese requeste! it, construction work will be contracted to 
Auerican firme only, and no Chinesé contractors will be used. 


(¢) hinase laborers will be used but technicians other than those already 
euployed by the vureau (the majority of which ero Anerican-trained) will be 
Americans. A very few Japanese technicians have been rotained o 


(d) 2%o shortase of laborers is anticipated. 


Tinancial, Seckzround 
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(GEE Consent: [Eos unable to furnish data on the aaount of money 

dlroady expended on the project; however, an article in tue Lientsin Jin tuo 

jih Pao, dated 31 August, 1946, stated that the sum of Ci.c 1,700,000, 000 had 

been extended to the “ew Harbor Vonstruction Pureau to orfset vartially the 
construction costs of the new harbor. The noney necced to conmpicte Lhe uarbor 25X1X6 
is estimated by BJ to bo at Least (.3,. $25,050,000, Further believes 

that eventually this soney will probably be borrowed from Imoort exnort Rank 

of “ashinzton, D.C.) 


(HEE Comaent? In regard to bhe above fisnras, a previous Tientsin report 
quotiny the ‘ientsin Vin “uo Jih Pao of 12 vctober states that ca. USING Chti-hua, 
“dredtor of the Tangku aw Harbor Construction “ureau, volunteered the informa- 
tion that CXC 1,590,000,000 of a total sum of Cid 6,000,000,000 had been received 
from the “‘inistry of cecmmmications, GNC 3,060,000,000 will be received in 
Kovember, and the remainder, CNG 1,560,000,0G0, in iecember.) 
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